FACILITY FORM 602 



REPLY TO 
ATTN OF: GP 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, D.C. 20546 


March 29, 1971 


TO: USl/Scientific & Technical Information Division 

Attention: Miss Winnie M. Morgan 

FROM: GP/Office of Assistant General 

Counsel for Patent Matters 

SUBJECT: Announcement of NASA-Owned 

U.S. Patents in STAR 


In accordance with the procedures contained in the Code GP 
to Code USI memorandum on this subject, dated June 8, 1970, 
the attached NASA-owned U.S. patent is being forwarded for 
abstracting and announcement in NASA STAR. 


The following information is provided: 

U.S. Patent No. : 3.377.845 

Corporate Source : Goddard Space Flight Center 

Supplementary 

Corporate Source : 

NASA Patent Case No.: XGS-01023 



Enclosure : 

Copy of Patent 


K. 


(ACCESS! 




UMBER) 


(TH^) 


(NASA CR OR TMX OR AD NUMBER) 


o 


(CODE) 



(CATEGORY) 



NASA-HQ 







United States Patent Office 


Patented Apr. 16 , 1968 


1 

3 377 845 

MOMENT OF INERTIA TEST FIXTURE 
Joseph H. Conn, Riverdale, M«L, assignor to the United 
States of America as represented by the Administrator 
of the National Aeronautics and Space Administration 
Filed Apr. 6, 1965, Ser. No. 446,131 
4 Claims. (CL 73—65) 


ABSTRACT OF THE DISCLOSURE 

A test fixture to enable the moment of inertia of a 
complex, irregularly shaped body to be determined about 
mutually perpendicular axes without the rotation of the 
axes of the body, which employs a long, thin suspension 
rod rigidly fixed to a reference surface at one end and 
to the test body at the other end. Fur making measure- 
ments with respect to one axis by the pendulum method, 
the reference surface is suspended from bearings such 
that the rod and the test body is free to move as a simple 
pendulum. To make measurements about an axis perpen- 
dicular to the suspension rod by the torque method, means 
are provided to prevent movement as a simple pendulum 
to also enable the test body to oscillate about the longi- 
tudinal axis of the suspension rod. 


The invention described herein may be manufactured 
and used by and for the Government of the United 
States of America for governmental purposes without the 
payment of any royalties thereon or therefor. 

This invention relates generally to techniques for de- 
termining the moment of inertia of an irregularly shaped 
body, and more particularly to a test fixture for simpli- 
fying the determination of the moment of inertia of such 
bodies about more than one axis. 

Two of the most direct techniques for measuring the 
moment of inertia of an irregularly shaped body are the 
torque method and the pendulum method. Briefly, in the 
torque method the body is rigidly suspended from a fixed 
point by a torsion rod. The body is then twisted slightly 
and released so that it oscillates about the longitudinal 
axis of the torsion rod. With the mass of the irregularly 
shaped body known, with suitable calibration provided by 
the use of a reference body of known shaped mass, and 
by using known elastic equations, the moment of inertia 
of the irregularly shaped body can be determined. The 
moment of inertia in this instance is taken about an axis 
of the body that is an extension of the longitudinal axis 
of the torsion rod; preferably this axis passes through the 
center of gravity of the body. 

In the pendulum method the body is freely suspended 
from a fixed point and then caused to swing as a pen- 
dulum of one degree of freedom. The moment of inertia 
is then determined from the period of oscillation, by use 
of known pendulum equations, in a manner similar to 
the previously described method. The axis about which 
the moment of inertia is taken in this instance is the axis 
of rotation for a pendulum of one degree of freedom, 
and this axis is perpendicular to the rod of the pendulum. 
Further details of these and other methods for determin- 
ing the moment of inertia of an irregularly shaped body 
is described in an article by D. M. Ellett on pages 184- 
187 of Product Engineering, May 1957. 

In the above described (and other) methods, in order 
to determine the moment of inertia of an irregularly 
shaped body, it is the general practice to rotate the body 
to a prescribed axis for each determination. Thus, in 
order to determine the moment of inertia about the prin- 
cipal axis of the body (i.e., those providing the maximum 
and minimum moment of inertia), it is required to rotate 
the body 90° with respect to a reference plane for each 
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determination. However, when the body under considera- 
tion is a delicate and complicated instrument, such as a 
satellite or a spacecraft, there is often only one point at 
which the body can be secured to the fixture utilized for 
the test. In the instance of a satellite, for example, this 
point is usually the point at which the satellite is secured 
to the launch vehicle, and it is often desirable to deter- 
mine the moment of inertia about an axis extending 
through this point and about two other axes, usually nor- 
mal to the first mentioned axis. 

It is, therefore, an object of the present invention to 
provide a test fixture wherein a delicate, irregularly 
shaped body such as a satellite may be mounted with 
respect to a reference plane from a single, fixed point to 
enable the moment of inertia thereof determined about 
at least three axes. 

Another object of the invention is to provide a test 
fixture to enable the moment of inertia of a complex, 
irregularly shaped body to be simply determined about 
at least three mutually perpendicular axes by the pen- 
dulum and the torque methods. 

In accordance with the above objects there is provided 
a test fixture having a long, thin rod (torsion rod) 
mounted from a reference surface by a set of bearings 
that allow the rod to swing freely as a pendulum having 
one degree of freedom. An irregularly shaped body (such 
as a satellite) is attached to the other end of the rod. 
This enables the moment of inertia of the body to be 
determined for an axis parallel to the axis of the bear- 
ings utilizing the pendulum method. The torsion rod is 
also adapted to be rigidly fixed to the reference surface 
so that the body may be twisted and released to oscillate 
about the longitudinal axis of the rod. This allows the 
moment of inertia to be determined for an axis perpen- 
dicular to the axis of the bearings by the torque method. 
The irregularly shaped body under test does not have to 
be removed or remounted in a different position, thus 
simplifying the design and handling of the satellite. In 
addition, the center of gravity does not have to be physi- 
cally located at the satellite, and the moment of inertia 
can be determined for different configurations of satellite 
appendages without changes in the test arrangement. 

The various features and attending advantages of the 
invention will become apparent from the following de- 
scription when taken in conjunction with the accompany- 
ing drawings, in which: 

FIGURE 1 is a perspective view of the moment of 
inertia test fixture of the present invention adapted for 
the pendulum method; 

FIGURE 2 is a plane view, in partial section, of the 
test fixture of FIGURE 1; 

FIGURE 3 is a perspective view of the moment of 
inertia test fixture of the invention adapted for the tor- 
sion rod method; and 

FIGURE 4 is a plane view, in partial section, of the 
test fixture of FIGURE 3. 

In the drawings numeral 10 indicates a reference cur- 
face and numeral 12 indicates an irregularly shaped body, 
such as a satellite or a spacecraft, the moment of inertia 
of which is to be determined. Body 12 is suspended from 
reference surface 10 in the manner subsequently described 
by a pendant rod 14. 

With particular reference to FIGURES 1-4, rod 14 is 
an elongated, thin metal rod terminated at each end by 
shoulders 16 and 18, respectively. Shoulder 16 has a lon- 
gitudinally extending threaded portion 17 to engage body 
12 at a specific point. By way of example, when body 12 
is a satellite or spacecraft, this point may be the point 
at which it is secured to a rocket or launch vehicle. Shoul- 
der 18 has a longitudinally extending threaded portion 19 
which engages boss 21 of torsion bar support plate 20. 
The upper portion of torsion bar support plate 20 is gen- 
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erally square or rectangular in its horizontal dimensions, 
and of sufficient height to provide clearance for four 
internally threaded holes 25 that extend from each periph- 
eral edge of torsion bar support plate 20 towards its cen- 
ter. There is also provided a mounting plate 26, securely 
fastened to reference surface 10. Each edge of mounting 
plate 26 is provided with a pair of internally threaded 
holes 29, disposed such that either bearing support plates 
30 or torque plates 32 may be utilized to secure torsion 
bar support plate 20 to mounting plate 26 in the manner 
illustrated. 

When the moment of inertia is to be determined by the 
pendulum method, torsion bar support plate 20 is sus- 
pended from mounting plate 26 by bearing support plates 
30 and cam follower bearings 34 (FIGURES 1 and 2). 
To this end, the bearing support plates 30 are located on 
opposite sides of torsion bar support plate 20 and mount- 
ing plate 26. The top of each bearing support plate 30 is 
bolted to mounting plate 26 (utilizing bolts 27 in con- 
junction with internally threaded holes 29) and an inter- 
mediate portion of each bearing support plate 30 has a 
bore 31 to receive and provide a running fit for the outer 
race of cam follower bearings 34. The shaft 35 of each 
cam follower bearing 34 (integral with its inner race) 
extends inwardly and is threaded into a mating hole 25 
of support plate 20. This arrangement allows body 12 to 
be suspended from support plate 20 by rod 14 in a man- 
ner that enables rod 14 and body 12 to swing freely 
about axis 38 of bearings 34 as a pendulum of one degree 
of freedom. As a result, the moment of inertia of body 
12 may be determined by the pendulum method previ- 
ously mentioned. 

When the moment of inertia is determined by the tor- 
sion rod method, support plate 20 is securely fastened to 
mounting plate 26 by torque plates 32 (FIGURES 2 and 
4). To this end, torque plates 32 are located on each of 
two, and preferably four, sides of support plate 20 and 
mounting plates 26. The top of each torque plate 32 is 
bolted to mounting plate 26 (utilizing bolts 27 and in- 
ternally threaded holes 29) and an intermediate part of 
each torque plate 32 has a bore 33 to receive mounting 
bolts 37, which bolts are threaded into holes 25 of sup- 
port plates 20. Conveniently bolts 37 have the same di- 
ameter and thread as shaft 35 of cam follower bearings 
34. By this arrangement, body 12 is rigidly suspended 
from mounting plate 20 (and hence from reference sur- 
face 10) by rod 14, with rod 14 functioning as a torsion 
bar. Thus, by rotating body 12, as indicated by arrows 
39, the moment of inertia of body 12 may be determined 
by the torque method mentioned above. It is to be noted 
that in this instance the moment of inertia is determined 
about an axis 40 of body 12 that is coextensive with the 
longitudinal axis of rod 14, and that this axis is perpen- 
dicular to axis 38 of bearings 34 about which the mo- 
ment of inertia is determined by the pendulum method. 
For most satellite configurations this allows the moment 
of inertia to be determined about three orthogonal axes, 
that is, the axes that are mutually perpendicular to each 
other. 

In a practical application, the above described test fix- 
ture may initially be set up to allow the moment of in- 
ertia to be determined by either the pendulum or torque 
method. If the pendulum method is utilized first, mount- 
ing plate 20 is initially suspended from support plate 26 
by a first pair of bearing support plates 30 and cam fol- 
lower bearings 34, utilizing threaded holes 25 and 29 on 
one pair of opposite edges of torsion bar support plate 20 
and mounting plate 26. This provides the moment of in- 
ertia about one axis perpendicular to the longitudinal 
axis of rod 14 . A second pair of bearing support plates 
30 and cam follower bearings 34 may then be similarly 
located on a second pair of opposite edges of torsion bar 
support plate 20 and mounting plate 26, and the first pair 
of bearing support plates 30 and cam follower bearings 


34 removed. This provides the moment of inertia about 
a second axis, 90° displaced, and also perpendicular to 
the longitudinal axis of rod 14. Subsequently, a pair of 
torque plates 32 are bolted on two sides, opposite to those 
5 to which bearing support plates 38 are mounted. In some 
instances this provides sufficient rigidity to carry out the 
torque method. Where greater rigidity is desired, partic- 
ularly where there is lateral play due to the tolerances 
of cam follower bearings 34, bearing support plates 30 
IQ are removed and replaced by a second pair of torque 
plates 32. Once mounting plate 20 is rigidly secured to 
support plate 26 by torque plates 32, the moment of in- 
ertia is determined about an axis coextensive with the 
longitudinal axis of rod 14 and perpendicular to the two 
15 axes of the pendulum method. 

If the torque method is utilized first, mounting plate 
20 is initially firmly secured to support plate 26 by at 
least two, and preferably four torque plates 32. Subse- 
quently, two opposing torque plates 32 are removed and 
20 replaced by a pair of bearing support plates 30. Once 
cam follower bearings 34 are in place, the other pair of 
torque plates 32 are removed and body 12 is free to swing 
as a pendulum having one degree of freedom. The plane 
of this pendulum may then be changed 90° in the manner 
25 previously mentioned. 

The invention provides, therefore, a test fixture that 
enables the moment of inertia of a complex, irregularly 
shaped body to be determined about at least three mu- 
tually perpendicular axes without requiring that the axes 
30 of the body be rotated. As a consequence, the moment of 
inertia of such body may be determined by both the 
pendulum and the torque method without removal of the 
body from the fixture. This is particularly advantageous 
for use with satellites, wherein there is often only one 
35 convenient or practical point at which the spacecraft or 
satellite can be secured to the test fixture. 

While a specific embodiment of the invention has been 
described with particularity, it should be apparent to 
those skilled in the art that certain modifications and vari- 
40 ations thereof are possible in light of the above teach- 
ings. It is, therefore, to be understood that within the 
scope of the appended claims, the invention may be prac- 
ticed otherwise than as described herein. 

What is calimed as new and desired to be secured by 
45 Letters Patent of the United States is: 

1. A test fixture to enable the moment of inertia of a 
complex, irregularly shaped body to be determined about 
mutually perpendicular axes without the rotation of the 
axes of said body, said test fixture including in combina- 

50 tion, an elongated torsion rod for suspending said body 
from one end thereof, means for mounting the other end 
of said torsion rod to a reference surface such that said 
body and said torsion rod are free to move as a simple 
pendulum having one degree of freedom, and means 
55 adaptable to secure said torsion rod normal to said ref- 
erence surface and prevent movement thereof as a simple 
pendulum, such that a torque may be imparted to said 
body about an axis normal to the plane of said reference 
surface, whereby the moment of inertia of said body may 
60 be selectively determined about an axis parallel to the 
plane of said reference surface by the pendulum method 
and about an axis normal to the plane of said reference 
surface by the torque method. 

2. The test fixture of claim 1 wherein said means for 
65 mounting said other end of said torsion rod to said ref- 
erence surface includes bearing means to allow said 
torsion rod and said irregularly shaped body to swing 
freely about the axis of rotation of said bearing means as 
a pendulum of one degree of freedom. 

70 3. The test fixture of claim 1 wherein said other end 

of said torsion rod terminates in a support plate having 
a major surface parallel to said reference surface, and in- 
cludes means for fixedly securing said other end of said 
support plate to said reference surface such that said tor- 
75 sion rod is maintained normal to said reference surface 
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so that a torque may be applied to said body about an 
axis normal to the plane of said reference surface* 

4. A test fixture to enable the moment of inertia of a 
complex, irregularly shaped body to be determined about 
at least three mutually perpendicular axes without the 5 
rotation of the axes of said body, said test fixture includ- 
ing in combination, an elongated torsion rod for suspend- 
ing said body from one end thereof, means for mounting 
the other end of said torsion rod to a reference surface 
such that said body and said torsion rod are free to move 10 
as a simple pendulum having one degree of freedom se- 
lectively in one of two planes perpendicular to one an- 
other, and means adapted to secure said torsion rod nor- 
mal to said reference surface and prevent movement there- 
of as a simple pendulum such that a torque may be im- 15 
parted to said body about an axis normal to the plane of 
said reference surface, whereby the moment of inertia of 
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said body may be determined about two mutually per- 
pendicular axes both parallel to the plane of said ref- 
erence surface by the pendulum method and about an axis 
normal to the plane of said reference surface by the torque 
method. 
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